DART AEROSPACE LTD 


Work Order 


ern Part Number: | D25941 | 
Diva e oy lee 7551 
1 Page 1 of 1 


| Step | Location | Procedure 


By Date | aty 
BE ne TES 
2 MC Make as per Dwg D2594-1 and Folio FA262. 
Material: 5052-H32 (QQ-A-225/7) or 6061-T6 (QQ-A-225/8) 
1100-0 (QQ-A-225/1) 80.625” Rod 
\| (M5052H32R0.625) or (M6061T6RO.625) 
Break all sharp edges 0.010 max. 
___| Inspect dimensions as per drawing D2594 _ 
Second Check 
Acid etch and alodine as per QS! 005 4.1 


Batch /7/5 


= 


Powder Coat Gloss White (Ref: 4.3.5.1) per Dart QSI 005 4.3 
only larger dia. section necessa 
7 QC3 inspect Powder Coat 


TPPA 
FP Identify and Stock PTA 

A A. LAA 
Pi o ere 
Cost / pat _ 77 ~los.e6-03 [262 


qa 


DC Close W/O, 7 o N 
Inspect Level 21 A 


Be 
BORA] 


Se qe is MA ea re 


Dart Aerospace Ltd 
_ WORK ORDER CHANGES 


A proval 
DATE | STEP PROCEDURE CHANGE By | Date | aty | loc | ee 


| WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action Section B 
Descri tion | eae | NC Verification ca Ea 
ee a Mgr Design Mgr 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 


NOTE: Date & initial all entries QA: N/C Closed: Date: a" i] 


H:\forms\Quality Assurance\approved forms\NCRWO revC 


Part Number: | D2594-1 | 


A e a 
A al 
FIRST ARTICLE INSPECTION CHECKLIST 


First Article & Prototype 


Work Order: 


Inspection Dwg: D2594 Rev: B1 


Drawin Actual 
9 Tolerance Accept | Reject Method or Comments 
Dimension Dimension Inspection 

0.060 +/-0.005 Ö.OLGO Lar T Ue 

0.500 +/-0.010 . O.<D0 eee Was 

0.625 +/-0.010 OGLE — lara 

0.430 +0.000/-0.002 ¿ : ` : 
0.4395 A 

0.090 +0.000/-0.002 O. OAG i i 

0.045 +0.000/-0.002 0.04% - , 


à 


|] A 


| 


| 


MAMA 
| 


Measured by: Audited by: <b Prototype Approval: N/A 
28.02.02 Date:| y 


[Rev | Date [Change — _  ______- ]Revisedby | Approved 
04.01.21 | Newissue O OTKIR E] 
RELEASED 
04.03. 24 Ph 


HAFORMS Quality Assurance\approved QA\FAI revD 


DART AEROSPACE LTD 


VICTORIA INTERNATIONAL AIRPORT, CANADA 


RAWN lr 
APPROVED DRAWING NO. REV. B 


Bw. Y Y) D2594 SHEET 1 OF 1 


| DATE THLE SCALE 
96:09:16 PLUG 1:1 


Gp 97:03:15 | ADD GROOVE AND O-RING 
CNE: RE 42-88-20 | 


RO fo CAT, OST oS OA SPES. 


| Le fh 
97/03/27 DS 


D2594—1 PLUG: 


0.060+0.005 


0.625 


0.050 X 20° 


_ 0.500+0.010 


0.060+0.005 
| ENGINTERING 


20.430-28%25Ho0P COPY 


¡yoo DO” AED COPY 
GROOVE DETAIL (SCALE 5:1 MIEL Men 
SH aerasi HOTIGE 
et 0.045.888 WER“ RDER 
a NO. 2214 
PEL OA -225 R scz) 
TOINE ME PR DMT BSE OD UMES OMMMSE NOTED. ee, tos 
BREAK ALL SHARP CORNERS 0.010 MAX on an-A-200 [8 ce 


MATERIAL: 5052-H32 OR 6061-T6 OR 1100-0 7 
FINISH: ACID ETCH, ALODINE 
Powder toter mire (fer. 435.1) rn AST ws 43 RN 


D2594-3 O-RING: 5/16 ID, 7/16 OD, 1/16 WIDTH 
(PARKER 2-011) 


D2594 PLUG ASSEMBLY INCLUDES: < 


| D2594-1 PLUG 
1 


D2594—3 O—RING 


Copyright 1996 by DART AEROSPACE LTD 


Job Costing Re 


Dart Aerospace Ltd. 


Hawkesbury 

Work Order No : 0022143 

Project Name : D2594-1 

Project For : WK509 

Work Order Type : Main 

Main WO Number : 

House Part Number : D2594-1 
Description : Plug 
Manufactured : Yes 
Amount Req'd : 250 
Amount Done : 0 

Start Date : 01-03-05 

Est Finish Date : 02-15-05 

Act Finish Date E 

Drawings Regd : No 


Ok for Approval 
Approval Rec'd 


Estimated Actual 


Material Cost 
Engineering Hours 
Engineering Cost 
Production Hours 


port 


Jan 03, 2005 


Department Code: 


Burden 
WO Stat 
Invoice 
Invoice 
Invoice 
Invoice 


Order E 


. OE Valu 


Est Mar 
Actual 


S0 Post 


0 0 

0 0 

0 0 

0 0 
Production Cost 0.00 0.00 
Packaging Hours 0.00 0.00 
Packaging Cost poy 0.00 0.00 
OverHead Hours 0.00 0.00 
OverHead Cost 0.00 0.00 
CNC Hours 0.00 0.00 
CNC 0.00 0.00 
Misc. Hours 0.00 0.00 
Misc. 0.00 0.00 
Burden : 0.00 0.00 
Total Cost : 0.00 0.00 
Margin : 0.000 0.000 
Selling Cost : 0.00 0.00 

Estimated 

Labour Hrs/Amount Done : 0.00 

Profits/ (Loss) : 0.00 
Page 14 


02:07 pm 
Flags : NNNNNNN 
us : Open 
State : Not Invoiced 
Date 
Number : 
Amount : 0.00 
ntry No : 
e : 0.00 
gin : 0.000% 
Margin : 0.000% 
ed to Finished Goods 
Posted To Post 
0.00 0.00 
0.00 0.00 
0.00 0.00 
0.00 0.00 
0.00 0.00 
0.00 0.00 
0.00 0.00 
Actual 
0.00 
0.00 


